The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LfEOTEMANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARV 

JOHM AUERBACH 
COMMISSIONER 



12/3/2009 


Ryan Lomasney 
Essex County 


Dear Ms, Lomasney 

Enclosed is the information you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Curriculum Vitae for Annie Dookhan and Della Saunders. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with chemist’s hand notations and test results, 

5. GC/Mass Spectral analytical data for samples 

pC/MS testing was performed by Della Saunders. All other analyses were perfonned by Annie 
Dookhan. If you have any questions about these materials, please call me at the number below. 



Annie Dookhan 
Chemist H 
Dmg Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Date Analyzed: SEP 1 0 2009 



City; Lynn Police Dept. 


Officer: Detective MARK RICHMOND 
Def: 

Amount: 

No, Cent: 1 Cont: pb 



SubstSUB 


Date Rec'd: 06/11/2009 
Gross Wl; 16.13 


Prelim; 


No. Analyzed: 
Net Weight 


# Tests: 

j 

Findings:/^^^^ 
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No. Date Analyzed: 

City; Lynn Police Dept. 

Officer: Detective MARK RICHMON D 
Def; 

Amount; Subst; SUB 

No. Cont; 1 Coni; pb 

Date Rec’d: 06/11/2009 No. Analyzed: 

Gross Wt; 3.07 Net Weight: 

# Tests; b-^^o 


Prelim; 


Findings: 


/■ 
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Date Analyzed: SEP 1 0 2009 


No. 

City: 

Officer: 

Def: 
Amount: 
No. Cent: 
Date Rec'd: 
Gross Wt: 


Prelim; 



1 Cent: pb 

06/11/2009 No. Analyzed: 

23.03 Net Weight; 2.0, ob 


# Tests; 

W 


If 


''“"‘-O'G-PRR.03635, 



No. Dste Analyzed; SEP 1 0 2009 

City: Lynn Police Dept. 

Officer Detective MARK RICHMON D 
Def; 

Amount: Subst: SUB 

No. Cont: 1 Cent pb 

Date Rec'd: 06/11/2009 No. Analyzed; 

Gross Wt.; 3.25 Net Weight; \. Z .! 

# Tests: 

Prelim: CocCii.x^ 


f 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 



AGENCY 


No. of samples tested: 


ANALYST 

- 


Evidence Wt 


PHYSICAL DESCRIPTION: 






^ \c \o 


Gross Wt ( ); 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt; 

t\JLVj_sW' ^ 


^X^iLVv^'^ C^^vOM. xW"^ \3. "i-S O 2^ 
DVct-iJwi O .'ti vv O ^ ^ 2.S<n‘^2> t L»S 


d 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (-L) 
Marquis 

Froehde's ^ 
Mecke's 


Mlcroctvstalllne Tests 
Gold 

Chloride_ 

TLTA ( ) _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS _ 

DATE PS^-2-.S--0^ 


Revised 7/2005 
Folk_OIG_PRR 036353 


GC/MS CONFIRMATORY TEST 
RESULTS U-QaoC^ 

MS 

OPERATOR _ 

DATE 




DRUG POWDER ANALYSIS FORM 


SAMPLE U 


AGENCY 


No. of samples tested: 


ANALYST 



Evidence Wt 


PHYSICAL DESCRIPTION: Gross Wt { ): \ . b 3a>0 

Gross Wt( ):-- 

Pkg. wt:__ 

Net Wt: 

.\iL-VjUVr 


^Q‘>\0'-a \'3.^SD2_ 

0^c<jL<_a rOx^sVO \ \ 



PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate (—} -^ 
Marquis ""* 

Froehde's_ 

Mecke's 


Microcrvstalline Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 
— ___ 

r — 


PRELIMINARY TEST RESULTS 

RESULTS iNjrp v^AVOcg. _ 

DATE QS--g,a^-cD‘h 


GC/MS CONFIRMATORY TEST 

RESULTS __ 

MS 

OPERATOR __ 

DATE 


Revised 7/2005 
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Seqiience : C : \HPCHEM\1\SEQUENCE\CBS . S 


•Sequence Table (Front Injector): 
Method and Injection Info Part: 


Line Vial SampleName 


Method Inj SampleType InjVolume DataFile 


1 BLANK 

GENSCAN 

1 ■ 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 

3 BLANK 

GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 


GENSCAN, 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 

9 BLANK 

GENSCAN 

1 

Sample 

1.0 

10 

GENSCAN 

1 

Sample 

1.0 

11 BLANK 

GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 

13 BLANK 

GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 

16 BLANK 

GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 

19 BLANK 

GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 

^ 

GENSCAN 

1 

Sample 

1.0 

22 BLANK 

GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 

28 BLANK 

GENSCAN 

1 

Sample 

1.0 


GENSCAN 

1 

Sample 

1.0 

0 BLANK 

GENSCAN 

1 

Sample 

1.0 


nilK^ 





























C-\HPCHEM\1\DATA\10110706 .D Sample 

8/28/2009 6:23:44 AM Seq. Line 

BLANK Vial 

Inj 

Inj Volume 

C:\HPCHEM\1\SEQUENCE\CBS.S 
C:\HPCHEM\l\METHODS\GENSCAN.M 
3/27/2008 2:02:44 PM 


■i'ifySiection Date 
sample Name^ 

ij/ ,.Acq- Operator 


gequence File 
Method 

Last changed 


Name: BLANK 

1 

1 

1 

1 ul 


for unknown samples 



Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 

1.0000 

1.0000 


Signal 1: FIDl A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

—-I---I-—I-I-i-I- 

1 0.980 BB S 0.0216 1.40355e5 9.86969e4 1.000e2 

Totals : 1.40355e5 9.86969e4 


Results obtained with enhanced integrator! 


*** End of Report *** 


Instrument 2 8/28/2009 6:48:46 AM 


Page 1 of 1 
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pile C:\HPCHEM\1\DATA\10110707.D 


Sample Name: COKE/CODEiiMJa; 


jnjsc^tion Date : 8, 

sample Name : C< 

Acq. Operator 

Sequence File : C 

Method ; C 

Last changed : 3/ 

FOR UNKNOWN SAMPLES 


8/28/2009 6:52:56 AM 
COKE/CODEINE STD 


Seq. Line 
Vial 
Inj 

Ini Volume 


C;\HPCHEM\1\SEQUENCE\CBS.S 
C;\HPCHEM\1\METHODS\GENSCAN,M 
3/27/2008 2:02:44 PM 



Area Percent Report 


orted By 
Multiplier 
Dilution 


Signal 

1.0000 

1.0000 


Signal li FIDl A, 

Peak RetTime Type Width Area 

# [min] [min] [pA*s] 


Height 

[pA] 


Area 


1 0.980 BB S 0.0216 1.38058e5 9.71442e4 99.23689 

2 4.550 BB 0.0143 532.69104 603.03107 0.38290 

3 5.219 BB 0.0172 528.94830 507.75040 0.38021 


Totals : 


1.39119e5 9.82550e4 


Results obtained with enhanced integrator! 

*** End of Report *** 


Instrument 2 8/28/2009 7:17:58 AM 


Page 1 of 1 
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^ile C:\HPCHEM\1\DATA\10110708.D 




Sample Name: BLANK 


'■jpjection Date 
■gample Name 
-Acq- Operator 

sequence File 
Method 

Last changed 

for unknown samples 


8/28/2009 7:22:11 AM 
BLANK 


C:\HPCHEM\1\SEQUENCE\CBS.S 
C:\HPCHEM\1\METHODS\GENSCAN.M 
3/27/2008 2:02:44 PM 


Seq. Line 
Vial 
Inj 

Inj Volume 


3 

3 

1 

1 ul 



Area Percent Report 


Sorted By 

Multiplier 

Dilution 

Signal 1: FIDl A, 

Peak RetTime Type 
# [min] 

Width 

[min] 

1 

Signal 

1.0000 

1.0000 

Area 

[pA*s] 

1 __ _ 

Height 

[pA] 

Area 

Ou 

•5 

1 1 

1 1 1 
1 0.981 BB S 

0.0259 

1 

1.38492e5 

9.04866e4 

1 1 

1.000e2 

Totals : 


1.3849265 

9.04866e4 


Results obtained 

with enhanced integrator! 



*** End of Report *** 


--r. n. .1-7. 19 


Page 1 of 1 
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^ion Date 
' \Mame 
erator 


^‘^ence File 



I'^PCHEMX 1 \DATA\ 10110716.D 


Sample Name: BLANK 


8/28/2009 11:16:03 AM 

Seq. Line 

11 

BLANK 

Vial 

11 


Inj 

1 


Inj Volume ; 

1 ul 


C:\HPCHEM\1\SEQUENCE\CBS.S 
C:\HPCHEM\1\METHODS\GENSCAN.M 
3/27/2008 2:02:44 PM 


UNKNOWN SAMPLES 



Area Percent Report 


Sorted By 

Multiplier 

Dilution 


Signal 
1.0000 
1.0000 


Signal 1: PIDl A, 

Peak Ret'Time Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

-"I-I---I.-I-I-I.- 

1 0.982 PB S 0.0252 1.41361e5 9.03783e4 1.000e2 

Totals : 1.41361e5 9.03783e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Page 1 of 1 

Folk_OIG_PRR_036359 


nstrument 2 8/28/2009 11:41:05 AM 

















Area Percent Report 


Sorted By 


Signal 



Multiplier 


1.0000 



Dilution 


1.0000 



Signal 1:. FIDl A, 





Peak RetTime Type 

Width 

Area 

Height 

Area 

# train] 

_1_1_1 

[min] 

___ 1 

[pA*s] 

[pA] 

1_ 1 

% 

- - ! 

1 1 1 
1 0.981 PB S 

1 

0.0214 

1.37762e5 

1 1 
9.21835e4 

1 

1.000e2 

Totals : 


1.37762e5 

9.2183564 


Results obtained 

with enhanced integrator! 



*** End of Report *** 




v—» \ 


«- o fl/9ft/2n09 12:10:17 PM 


Page 1 of 1 
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Area Percent Report 

Sorted By 
Multiplier 
Dilution 

Signal 1: FIDl A, 

Peak RetTirae Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

' ———I—-1-I-I-1- 

1 0.980 BB S 0.0219 1.39022e5 9.04956e4 1.000e2 

Totals ; 1.39022e5 9.04956e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Signal 

1.0000 

1.0000 



Page 1 of 1 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY 


No. of samples tested: 


ANALYST 
Evidence WL 


MS) 



PHYSICAL DESCRIPTION: 




C\ ‘ 2 -'" ^ ^<s*XJ 


Gross Wt{ ): a.\-~1XQ^ 

Gross Wt ( ):_ 

Pkg. Wt; __________ 

Net Wt; - obi (» 

2.0.05IS 


'VCNeA\\ar- pH‘3 \ou \l»^50 2_ 

C^CtJLCa to o v'. O N ^ "i, 


qM 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( -H 
Marquis 
Froehde's 
Mecke's 


Mlcrocrvstailine Tests 
Gold 

Chloride ~V _ 

TLTAjjr^)_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS c cOC 

date s--o^ 


GC/MS CONFIRMATORY TEST 
RESULTS COCa-X^ 

MS 

OPERATOR 

DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE)!^ 

No. of samples tested; 


AGENCY_j^ 




ANALYST_ 
Evidence Wt 




PHYSICAL DESCRIPTION: Gross Wt ( ); \.lr 

O'^^'-OWvve ^ Gross Wt { ):- 

Pkg.Wt:__ 

Net Wt: \ . X\OH 

(\fi--v-ov ^ \ ■. \ s & s y 

oi 

a‘> 

rr),e^:V\er o'z. 

C3V^ CtjU^ OvV O 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate { —) y. 

Marquis -- 

—> 

Froehde's_ 

Mecke's 


Mfcrocrvstalllne Tests 
Gold 

Chloride ~V- _ 

TLTA ( _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS Cqccl^.^ 
DATE O Qc-j 


GC/MS CONFIRMATORY TEST 

RESULTS CnCQJU^ 

MS 

OPERATOR _ 

DATE ^'VO-OS 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q3-2009\SYSTEM4\09 02 09\674202.D 

Operator 

ASD 

Date Acquired 

2 Sep 2009 12:36 

Sample Name 

BLANK 

Submitted by 


Vial Number 

1 

AcquisitionHeth 

DRUGS 

Integrator 

RTB 




Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


674202.D Thu Dec 03 10:40:55 2009 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2009\SYSTEM4\09_02_09\674203.D 
ASD 

2 Sep 2009 12:50 

QC MIX 

3 

DRUGS 

RTE 



1200000 

1000000 

800000 

600000 

400000 

200000 


hm 0 -> TSo 2^6' 3.6b"^3.86' 4.66' ‘ -iio ' ' ‘ s.feo ' e.bo ' ' eio * 7.t)6'' r.ho a.bo ' ako ’' 9.06 oio 



Ret. Time 

Area 

Area % 

Ratio % 

4.038 

4.699 

1185029 

714854 

62.37 
37.63 

100.00 

60.32 


674203-D 


Thu Dec 03 10:40:59 2009 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired ; 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth: 
Integrator ; 


Data File: 

P:\Q3-2009\SYSTEM4\09_02_09\674203.D 

ASD 

2 Sep 2009 12:50 

QC MIX 

3 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.04 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 



94 


105 


I 


I i 


Average oR.02'2 to 4TT28 min.: '674’2"0'3TD”X-r 


182 


122 


rn/z-> 


40 50 60 70 80 90 l60 liO 120 130 l4o 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


135144^^^ 


198 


208 222 


272 

242 259 ! 281 


303 


Abundance 


80 


60 


a? 


"#2-9TTrOIOTRE^ 


182 

I 


40 


! 94 


105 


! li 


201 “^2 

' I ! iil . :,ij : ...4 ] 135 152 166 1 


Wi/z-> 40 50 60 70 8'0 90 100 110 120 130 140 150 1^0 170 180 190 200 210 220 230 240 2^0 260 270 280 290 300 


122 


198 

I 214 


244 259 


272 


303 


674203.D 


Thu Dec 03 10:40:59 2009 


Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q3-2009\SYSTEM4\09_02_09\674203.D 

Operator : ASD 

Date Acquired : 2 Sep 2009 12:50 

Sample Name : QC MIX 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


3 

DRUGS 

RTE 


Search Libraries 


\DATABASE\SLI.L 
\DATABASE\PMW_T0X2.L 
\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


4.70 C:\DATABASE\PMW_T0X2.L 
Codeine 
Hydrocodone 


000076-57-3 93 

000125-29-1 7 


\faun5ance~ 


^verage'ofTBTBTo 4.7f9 mm.: 67^'0“3.D~(T 


40 42 


70 ^1^ 94 j 152 

I I I, 103 141, I , 175 I 197 


Ynlz- > _4'0 50 60 70 80 9 0 l6c 

jTOncfance ^ ' 




I , , : J, I li i 256 270 n. j! 3^3 

170 ia0 190 200 210 220 2:^0 240 250 260 270 280 290 360 310 


“Wr3TCodaine“ 


1g“PW4- 


h/Z"> """Jo"so’ 60'7o'’so' 00 1^0 iS"i30 140 150 160 170 W 


188 , 214 242 

198 i ! 

180 1^b7*5o?lo 22^21^2^02 


j 

282 ;j 

I 

1 


i^TT-i-pr r'TT 


674203.D 


Thu Dec 03 10:41:00 2009 


Page 3 
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Area Percent / Library Search Report 


Information from Data File; 

Pile Name : F:\Q3-2009\SYSTEM4\09__02_09\674204.D 

Operator : ASD 

Date Acquired : 2 Sep 2009 13:03 

Sample Name : BLANK 

Submitted by : 

Vial Number ; 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 




674204.D Thu Dec 03 10:41:02 2009 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2009\SYSTEM4\09_02_09\673557.D 
ASD 

3 Sep 2009 12:02 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance--—" -- --- — ^rCTBiSSSrir 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


673557.D 


Thu Dec 03 10:41:36 2009 


Page 1 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2009\SYSTEM4\09_02_09\673558.D 

ASD 

3 Sep 2009 12:16 

HEROIN STD 
ASD 
4 

DRUGS 

RTE 


Abundance 


Tlcr673’6?BXr 

6157 


700000 

600000 

500000 

400000 

300000 

200000 

100000 


u- T ^ ^ ‘ ^ 

Time-*> 2.00 2.60 

' 3.00 ' 3.b6 ' 4.00 ’ ' 4.50 5.Id() ‘ 


’ kho ' 

6.50 ' 7 . bo ‘ ’ 7.ko ' ‘ sho ’ ’ 8.50 9.6o ’ ^ afeo 


Ret. Time 

Area 

Area 

% 

Ratio % 

5.575 

919145 

100. 

00 

100.00 


673558.D Thu Dec 03 10:41:39 2009 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2009\SYSTEM4\09_02_09\673558.D 

ASD 

3 Sep 2009 12:16 

HEROIN STD 
ASD 
4 

DRUGS 

RTE 


Search Libraries; C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 5.57 C:\DATABASE\SLI.L 

HEROIN 000561-27-3 99 


{Abundance 

1 


T^verag e orsTSABldr"57659 min.: 'BTSbSB. D O 

327 



{Abundance 


4p 

i 1 

8oj ! 

I 

60 i 


40j 


81 


i 

20 


i'i 

94 j , 



1 ? h 

. ,i . M'® ,j i 


i 

1 ijil itiJli 



40 ' ’ ’eb’ ' sb '120 i4o’ 


162 




268 


215 


174 


197 ^ 


I 


327 


310 


369 


■; 228240 253 

. ..it 4 

160 180 2 & 220 


284 
i, 298 


341 


280 300 320 340 360 380 400 420 


673558.D Thu Dec 03 10:41:39 2009 
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Area Percent / Library Search Report 



Information from Data File: 

File Name : F;\Q3-2009\SYSTEM4\09_02_09\673559.D 

Operator : ASD 

Date Acquired : 3 Sep 2009 12:30 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTF 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


673559.D Thu Dec 03 10:41:42 2009 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2009\SYSTEM4\09_02_09\673561.D 
ASD 

3 Sep 2009 12;57 

BLANK 
ASD 
2 

DRUGS 

RTE 


}<\bundance TfC: 673'5BTXr 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


673561.D Thu Dec 03 10:41:51 2009 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name : P:\Q3-2009\SYSTEM4\09_02_09\673562.D 

Operator : ASD 

Date Acquired : 3 Sep 200 9 13:11 

Sample Name : 

Submitted by : ASD 

Vial Number : 8 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Ret. Time Area Area % Ratio % 


5.154 118337 17.86 21.74 

5.571 544320 82.14 100.00 


673562.D Thu Dec 03 10:41:54 2009 Page 1 


Folk_OIG_PRR_036374 









Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F: \Q3-20Q9\SYSTEM4\09_02__0 9\673562 .D 
ASD 

3 Sep 2009 13:11 


ASD 


Vial Number 

AcquisitionMeth 

Integrator 

8 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI. L 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 5.15 C;\DATABASE\PMW_TOX2.L 

Heroin-M (6-acetyl-morphine) 
Heroin-M (3-acetyl-morphine) 
Horphin 2AC 

059833-14-6 93 

000000-00-0 30 
@ 000561-27-3 14 

Abundance 

1 

Average of 5:1271o 5.222 minY673^62T)^ 

3?7 ; 


268 


80 


60 


40 


20 


43 


59 


81 


70 


94 


115 


146 


215 


124 


105 

Jl 


133 


162 


174 


204 


0 I , i ll, I I rp - . . M-dlvv 

m/z-> 40 50 60 70 80 90 100 110 120 130 l40 150 l60 170 1^0 1^02002l0 2^0 230 240 250 260 270 280 290 300 310 320 330 


226 


240 252 


284 


T52"5rR8roi n-]^6-ac«tyl7T>orpf!Tne) PT6'2'B 


3 ^ 

i 


2G8 


59 


215 



94 

I 

I _ I _________ __ I 

_ _i 

162 2C 

j 

{ 285 ji ; 

_ _l_.. i_ 

40' 50 e'o' 70 8*0 9b 100110120 

130 140 150 160 170 1^0 1 bo 200 210 2^0 230 240 250 2^0 270 280 290 300 3i0 320 330 i 


673562.D Thu Dec 03 10:41:54 2009 Page 2 


Folk_OIG_PRR_036375 


















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2009\SYSTEM4\09_02_09\673562.D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 8 

AcquisitionMeth: DRUGS 
Integrator ; RTE 


3 Sdp 2009 13:11 


Search 

Libraries: C:\DATABASE\SLI.L 

C;\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


2 5.57 C:\DATABASE\SLI.L 

HEROIN 000561-27-3 96 


Sundance 


80 


60 


40 


20 


43 


59 


^/z-> 3^0^^ 4?0 


Average^6:54Bld-5:^^ 


268 

I 

1 


81 


204215 


94 115 


146 


162 




f I I, ^ 


284 


327 


298 


310 


369 


341 355 


405 


raundan^ 


80 


60 


40 


20 


43 


WreRORT 


268 

I 


327 


215 


81 


I 59 




94 


115 146 




J28 


162 


'174 


.197 


226 




310 


369 


284 


298 Ji I, 341 


lm/z-> 4^^' Vo ' ’ 80 100 120 lioiST'^O 200 220 ""^0^ 267^2^ 300 320 34?' 380 400 


673562 .D 


Thu Dec 03 10:41:55 2009 


Page 3 


Folk_OIG_PRR_036376 












Area Percent / Library Search Report 


Information from Data File: 

File Name : P;\Q3-2009\SYSTEM4\09_02_09\673563.D 

Operator : ASD 

Date Acquired : 3 Sep 2009 13:24 

Sample Name : BLANK 

Submitted by ; ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


673563.D Thu Dec 03 10:41:59 2009 Page 1 


Folk_OIG_PRR 036377 







Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\Q3-2009\SYSTEivl4\09_02__09\673574.D 

Operator : ASD 

Date Acquired : 3 Sep 2009 15;56 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number ; 2 

AcquisitionMeth; DRUGS 

Integrator ; RTE 




***NO INTEGRATED PEAKS*** 


673574.D Thu Dec 03 10:42:06 2009 Page 1 


Folk_OIG_PRR_036378 












Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2009\SySTEM4\09_02_09\673575.D 

ASD 

3 Sep 2009 16:09 

HEROIN STD 
ASD 
4 

DRUGS 

RTE 




600000 


400000 


200000 


Trcrerasrsx)" 

5158 


2h6 ' 2.^6 ' ’ i6o 

' 3.50 ' ‘ 4.6 o ' ' 4.feo ' ' 5.66 

' ‘ 5 . 66 ' 

' '•T"' '• 
6.00 

‘ 6.66'' 7.bo'' 7.66 ‘' 8.66' 6.56 

' ‘ 9 . 06 ' afeo ’' ’ 


Ret. Time 

Area 

Area 

% 

Ratio % 


5.578 

990672 

100 . 

00 

100.00 



673575 .D 


Thu Dec 03 10:42;09 2009 


Page 1 


Folk_OIG_PRR_036379 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2009\SYSTEM4\09_02_09\673575.D 

Operator : ASD 

Date Acquired : 3 Sep 2009 16:09 

Sample Name : HEROIN STD 

Submitted by : ASD 

Vial Number : 4 

AcquisitionMeth: DRUGS 

Integrator ; RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 5.58 C:\DATABASE\SLI.L 

HEROIN 000561-27-3 96 




673575.D Thu Dec 03 10:42:10 2009 


Page 2 


Folk OIG PRR 036380 


























Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q3-2009\SYSTEM4\09_02_09\673576.D 

Operator : ASD 

Date Acquired : 3 Sep 2009 16:23 

Sample Name ; BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


673576.D Thu Dec 03 10:42:18 2009 Page 1 


Folk_OIG_PRR 036381 







Area Percent / Library Search Report 


Information from Data File: 

File -Name : P:\Q3-2009\SYSTEM4\09_02_09\674271.D 

Operator : ASD 

Date Acquired ; 3 Sep 2009 4:27 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


674271.D Thu Dec 03 10:43:06 2009 Page 1 

Folk_OIG_PRR 036382 









Area Percent / Library Search Report 


Information from Data File: 

File Name F:\Q3-2009\SYSTEM4\09_02__09\674272.D 

Operator : ASD 

Date Acquired : 3 Sep 2009 4:41 

Sample Name : COCAINE STD 

Submitted by : ASD 

Vial Number : 72 

AcquisitionMeth: DRUGS 

Integrator : RTE 




674272.D Thu Dec 03 10:43:09 2009 


Page 1 


Folk_OIG_PRR_036383 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2009\SYSTEM4\09_02_09\674272.D 

ASD 

3 Sep 2009 4:41 

COCAINE STD 
ASD 
72 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.04 C:\DATABASE\SLI.L 

COCAINE 000050-36--2 99 


lAbundance 


80 


60 


40 


20 


42 


51 


AvefaporC^^^ 


182 


68 


j I . ■ M M ■ . . o iv... . . 1 .jif. . ^ ., .,, , i. : . .. ^ 

Wz-> 40 50 60 70 80 90 100 DO 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 2% 300 ! 


94 


105 


122 


198 


303 


272 

214222 242 259 i 281 



W9TCOCSFNf 


182 


'mfz-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 i 


135 ^^2 166 


198 


214222 244 259 


272 


303 I 


674272 .D 


Thu Dec 03 10:43:10 2009 


Page 2 


Folk OIG PRR 036384 


















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q3-2009\SYSTEM4\09_02_09\674273.D 

ASD 

3 Sep 2009 4:55 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


674273.D 


Thu Dec 03 10:43:12 2009 


Page 1 


Folk_OIG_PRR_036385 












Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q3-2009\SySTEM4\09_02_09\674284.D 

Operator : ASD 

Date Acquired : 3 Sep 2009 7:26 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator ; RTE 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


674284.D Thu Dec 03 10:43:20 2009 Page 1 


Folk_OIG_PRR 036386 













Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\Q3-2009\SYSTEM4\09__02_09\674285.D 

Operator : ASD 

Date Acquired : 3 Sep 2009 7:40 

Sample Name : 

Submitted by : ASD 

Vial Number : 85 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

3.283 188176 3.82 3.97 

4.055 4743438 96.18 100.00 


674285.D Thu Dec 03 10:43:23 2009 Page 1 


Folk_OIG_PRR_036387 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2009\SYSTEM4\09_02_09\674285.D 
ASD 

3 Sep 2009 7:40 


ASD 

85 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality; 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 3.28 C:\DATABASE\NIST98.L 


Imidazo[2,1-b]thiazole, 

2,3, 

5,6-tet 

006649-23-6 

98 

Imidazo[2,1-b]thiazole, 

2,3, 

5,6-tet 

006649-23-6 

98 

Imidazo[2,1-b]thiazole, 

2,3, 

5,6“tet 

006649-23-6 

97 


Abundance 


eo 


148 


204 


60 


40 i 


201 


73 


51 


41 


63 

1 


101 


121 


89 


i81 


ix i \ livfev 


157 


176 


281 i 


ni/z-> 40 50 60 70 80 90 lOO 110 120 1^0 140 150 160 170 1^0 1^0 2^0 210 220 230 240 250 260 270 2^0 j 
lAbuadance 

148 


80 


60 


40 


20 


178T0'3"9: ^midazofZTrBJthjazole, 2,3,5;6^elrahycfro^henyl- 

2^4 


73 


101 


51 63 

jU.., 


127 


89 


117! 


i81 


Wi/z-> 4'0 50 60 70 60 90 100 110 120 l30 140 150 160 170 180 190 200 2m 220 230 240 250 260 270 260 


1109 


176 

135 j, 157 167 J. 185 


674285 .D 


Thu Dec 03 10:43:24 2009 


Paae 2 


Folk_OIG_PRR_036388 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q3-2009\SYSTEM4\09_02_09\674285.D 

ASD 

7:40 

ASD 

85 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\N1ST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


2 4.05 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


14bundance 


|m^ 


60 


40 


20 


42 


51 


68 


“Average or4iDT3 to 4.07T7n]n.r5742“8'5.D 
182 


40 50 60 70 8’0 9'0 


94 


105 


122 


198 


138 


272 


I'So' 11 om ViiT ilo 2fo'"22o^5b^2l^ 2&”3i6o 


303 


214223 242 259 ]' 281289 j i 

ri-i-ri 1 ) rr r j I I . I 1 1 ; I t I I < t ,q^ r T-r-i t 'l rr-r * ■ ■ ^ i TfTT-rrHVt | i I 





182 


94 


105 


U ^ I I ■ n-T4-f- r: , , , r .-H h -^-r-v^prTT-n-r r p ^r^ . , . 7 .-T^- ' -.-T-rK-rrrT^-r^ •-- t t-,- . W . p. I 

m/z-> 40 50 60 70 80 90 100 1*10 120 l30 140 150 l60 170 180 190 200 210 220 230 240 250 260 270 280 290 300 ‘ 


122 


135 


152 166 

rfidVrr -Ea'i 


198 


214 


244 259 


272 


303 


674285.D 


Thu Dec 03 10:43:24 2009 


Page 3 


Folk_OIG_PRR_036389 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2009\SYSTEM4\09_02_09\674286.D 

Operator : ASD 

Date Acquired : 3 Sep 2009 7:54 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


iiinijafice --— --——TrcreTms:^ 

2000 


1500 


1000 


500 


frime-> 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


674286.D Thu Dec 03 10:43:27 2009 Page 1 


Folk_OIG_PRR 036390 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2009\SYSTEM4\0 9_02__09\674287 .D 
ASD 

3 Sep 2009 8:08 


ASD 

87 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


3.283 1335850 24.42 32.30 

4.050 4135312 75.58 100.00 


674287,D Thu Dec 03 10:43:31 2009 Page 1 


Folk_OIG_PRR_036391 






Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data Pile: 

F;\Q3-2009\SYSTEM4\09 
ASD 

3 Sep 2009 8:08 


ASD 

87 

DRUGS 

RTE 


_02_09\674287 .D 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 3.28 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 



Abundance 


80 


60 


40 


m/z-> 


73 


”#84D"3'9; lmidazo|2,i-bjlhi3zoIe72,3767B-tefrahydro-6-phenyl- 

2(^4 

148 I 


101 



127 


40 50 


90 1 


,i ■ 117 


135 


176 

157 167 i 185 


Oo No 120 130 140 150 160 170 180 190 200 


2To"" 220 230' 240' 250 2S)"2?o' 280 | 


674287.D Thu Dec 03 10:43:32 2009 Page 2 


Folk_OIG_PRR_036392 



















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2009\SYSTEM4\09_02_09\674287.D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 87 

AcquisitionMeth: DRUGS 
Integrator ; RTE 


8:08 

ASD 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4.05 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 



Abunctahce 


80 


82 


60 


40! 


20 


42 

55 68 


T2-9TT)“0"CfflWE“ 


182 


94 


I rr : I . . , , . rc rf p V rr-rrrT. r . 

40 50 60 70 80 90 100 110120130140 150160 1701^01^0 2002102202:30 240250260 270280290300 310320330340 


105 


122 




135 166 


198 


214 244 259 


272 


303 

I 


674287 .D 


Thu Dec 03 10:43:32 2009 


Page 3 


Folk_OIG_PRR 036393 



























Area Percent / Library Search Report 



Information from Data File: 

File Name : F:\Q3-2009\SYSTEM4\09_02_09\674288.D 

Operator : ASD 

Date Acquired : 3 Sep 2009 8:21 

Sample Name ; BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 



***NO INTEGRATED PEAKS*** 


674288.D Thu Dec 03 10:43:35 2009 Page 1 


Folk OIG PRR 036394 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2009\SYSTEM4\09_02_09\674289.D 

ASD 

3 Sep 2009 8:35 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


674289.D Thu Dec 03 10:43:50 2009 


Page 1 


Folk OIG PRR 036395 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2009\SYSTEM4\09_02_09\674290.D 

ASD 

3 Sep 2009 8:49 

COCAINE STD 
ASD 
90 

DRUGS 

RTE 


lAbundance 


rrC: 674290TI | 

1500000 

4 

04 

I 

1000000 




500000 


L. 

• 

TJme-> 

2 .b 6 ' ’ 2i6' ioo ibo ’ 4.60 ’ 4,b6 

' 5.06'' s.feo'' e.bo'' 6.io'' f 66 '' 7.56"" e.oo'' 8 . 66 '' 9.66'' 9.66 


Ret, Time 

Area 

Area % 

Ratio % 

4.039 

1432065 

100.00 

100.00 


674290.D Thu Dec 03 10:43:53 2009 Page 1 


Folk OIG PRR 036396 











Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2009\SYSTEM4\09_02_09\674290.D 

ASD 

3 Sep 2009 8:49 

COCAINE STD 
ASD 
90 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.04 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


'T^verage of 4.0TS I64717B"miriy: 67429^^^^ 


102 



94 


105 


122 




138 


198 


207 222 


242 


272 

259 I 281 


303 


7o 50^ 7 80 '90 100 110 120 1^0 40 150 1^0 170 180 1^0 260 2'!0 2^0 2:io 240 250 *2^0 270 2^0 2Fo^O 


m/z-> 


jAbundance 





182 


122 

1,114.,) 135 


152 166 


198 


272 


, I 214222 244 259 

I-1-T7-7-VT-Pp-T--7-TT-7-TT7-1-Tnr-7-7^^^^ I H 1 ^ ^ 


303 


Wz-> 40 50 60 70 80 90 lOO 110 120 130 140 160 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


674290 .D 


Thu Dec 03 10:43:53 2009 


Page 2 


Folk OIG PRR 036397 


























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

P:\Q3-2009\SYSTEM4\09_02_09\674291.D 

ASD 

3 Sep 2009 9:03 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


674291.D Thu Dec 03 10:43:56 2009 


Page 1 


Folk OIG PRR 036398 















